BEFORE THE MISSISSIPPI PUBLIC SERVICE COMMISSION 


MISSISSIPPI POWER COMPANY 

EC 120009700 2019-UA-116 

IN RE: PETITION OF MISSISSIPPI POWER COMPANY FOR A 

CERTIFICATEOF PUBLIC CONVENIENCE AND NECESSITY 
FOR ENVIRONMENTALCOMPLIANCE ACTIVITIES 
AUTHORIZING THE CLOSURE OF THE ASH POND, 

CONSTRUCTION OF LOW VOLUME WASTEWATER 
TREATMENT FACILITIES, AND CONVERSION OF BOTTOM 
ASH COLLECTION FACILITIES FOR THE PLANT VICTOR J. 

DANIEL ELECTRIC GENERATING FACILITY IN JACKSON 
COUNTY, MISSISSIPPI 

ORDER SETTING HEARING 

NOTICE IS HEREBY GIVEN that the Commission will take up certain matters pending 
before it in the above styled docket on Thursday, October 24, 2019, at 10:00 a.m., or as soon 
thereafter as the parties may be heard, in the Mississippi Public Service Commission Hearing 
Room, 1 st Floor, Woolfolk State Office Building, 501 N. West Street, Jackson, Mississippi. 
Specifically, the following matters are set for hearing: 

1) Sierra Club ’ s Motion to Require Supplementation of the Petition and a Revised 
Scheduling Order; and 

2) Mississippi Power Company’s Petition for a Facilities Certificate. 

WITNESS MY HAND AND THE OFFICIAL SEAL of the Mississippi Public Service 

Commission, on this the 4 h day of October 2019. 
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